rd  redder 


TUESDAY,  NOVEMBER  26,  1974 
WASHINGTON,  D.C. 

Volume  39  ■  Number  229 

PART  II 


FEDERAL  ENERGY 
ADMINISTRATION 


NATIONAL  UTILITY 
RESIDUAL  FUEL  OIL 
ALLOCATION 


Supplier  Percentages  (or  December  1974 


\ 


41334 

FEDERAL  ENERGY  ADMINISTRATION 

NATIONAL  UTILITY  RESIDUAL  FUEL 
OIL  ALLOCATION 

Supplier  Percentage  Notice  for 
December,  1974 

Pursuant  to  the  provisions  of  10  CFR 
.211.163(b)(3),  211.165  and  211.166(d) 
(2),  the  Federal  Energy  Administration 
<FEA)  hereby  provides  notice  of  the  vol¬ 
umes  of  residual  fuel  oil  allocated  to  each 
utility  for  December,  1974,  and  the  per¬ 
centage  of  such  volumes  required  to  be 
supplied  by  each  supplier  for  delivery  in 
December.  This  information  is  set  forth 
in  the  Appendix  to  this  notice.  Adjust¬ 
ments  of  certain  supplier  base  period 
percentages  have  been  made  at  the  re¬ 
quest  of  affected  utilities,  pursuant  to  the 
criteria  of  10  CFR  205.25  and  are  re¬ 
flected  in  the  Appendix. 

The  utility  allocations  were  deter¬ 
mined  after  review  of  the  impact  of 
available  fuel  supplies  between  utility 
and  non-utility  uses  of  residual  fuel  oil. 
In  calculating  the  allocation  level  for 
each  utility  the  FEA  considered  all  of  the 
factors  enumerated  in  10  CFR  211.163 
(b)  (3)  and  also  the  following  other 
factors: 

1.  The  data  contained  in  the  Federal 
Power  Commission  (FPC)  Forms  23  and 
23A  submitted  by  utilities; 

2.  Dwindling  utility  coal  reserves  com¬ 
bined  with  favorable  residual  fuel  oil 
supply  forecast  for  the  fourth  quarter, 
which  justify  temporary  suspension  of 
FEA’s  efforts  to  maximize  non-oil  based 
energy  production. 


NOTICES 


3.  FEA’s  prediction  that  the  supply 
level  of  residual  fuel  oil  is  expected  to 
equal  or  exceed  the  total  demand.  In 
view  of  the  impact  of  natural  gas  cur¬ 
tailments  and  the  possibility  of  coal 
shortages,  the  supply/demand  balance 
could  rapidly  change.  Accordingly,  utili¬ 
ties  may  build  up  inventories  through 
purchase  of  surplus  volumes  pursuant  to 
the  procedures  set  forth  in  10  CFR  211.10 
(g),  consistent  with  the  provisions  of  10 
CFR  211.166(c). 

The  amounts  shown  in  the  Appendix 
are  the  quantities  of  residual  fuel  oil  to 
be  delivered  to  the  utility  listed  during 
the  month  of  December,  1974.  Some  utili¬ 
ties  will  not  receive  any  allocation  for 
this  month.  This  is  due  to  the  fact  that. 
these  utilities  bum  other  fuels  primarily 
and  use  residual  fuel  oil  only  for  standby 
purposes. 

The  Appendix  provides  the  names  of 
the  suppliers  obligated  to  supply  each 
utility  and  each  supplier’s  percentage 
and  volume  of  each  month’s  allocation 
to  a  utility.  The  first  column  of  the  Ap¬ 
pendix  lists  each  utility  with  its  suppliers. 
The  second  column  sets  forth  the  recom¬ 
mended  FEA  bum  level  for  December. 
The  third  and  fourth  columns  provide 
each  supplier’s  respective  percentage  and 
volume  share  of  a  utility’s  allocated  vol¬ 
ume  of  residual  fuel  oil.  The  fifth  column 
provides  the  total  volume  of  residual  fuel 
oil  for  each  utility  from  all  suppliers. 
Following  the  name  of  certain  suppliers, 
an  additional  supplier  is  shown  in  paren¬ 
theses.  The  supplier  in  parentheses  is 
presumed,  on  the  basis  of  the  best  infor¬ 
mation  available,  to  be  the  supplier  of 
the  utility’s  supplier.  This  information 


is  provided  for  the  convenience  of  such 
suppliers  and  the  FEA  requests  that  any 
additions  or  corrections  in  this  regard 
be  forwarded  to  FEA  Electrical  Utilities 
Reports,  Code  47,  Washington,  D.C. 
20461. 

FEA  will  consider  special  circum¬ 
stances  such  as  unexpected  outages 
which  may  cause  fuel  consumption  to  ex¬ 
ceed  FEA  bum  levels  in  any  month.  Ad¬ 
justments  have  been  made  in  the  allo¬ 
cation  levels  of  certain  utilities  to  reflect 
necessary  corrections  in  the  delivery 
levels  authorized  in  previous  months.  It 
is  contemplated  that  corrections  or  ad¬ 
justments  to  delivery  levels  for  certain 
utilities  may  be  required  during  the 
month  of  December  to  avoid  undue  hard¬ 
ship.  Such  corrections  or  adjustments 
may  be  made  pursuant  to  Subpart  B  and 
C  of  Part  10  CFR  Part  205. 

FEA  expects  the  utilities  to  consume 
supplies  at  or  below  FEA  bum  levels, 
which  are  based  on  the  utilities’  proposed 
bum  levels  less  adjustments  for  projected 
growth  exceeding  historic  averages. 

The  utility  residual  fuel  oil  allocation 
program  is  based  in  part  on  the  data  de¬ 
rived  from  utilities’  filings  of  FPC  Forms 
23  and  23A.  Thus,  the  timely  submission 
of  these  forms  will  be  a  necessary  prere¬ 
quisite  to  receiving  future  allocation 
notices. 

Reports  should  be  addressed  to  FEA 
Electrical  Utilities  Reports,  Code  47, 
Washington,  D.C.  20461. 

Issued  in  Washington,  D.C.,  Novem¬ 
ber  20, 1974. 

Robert  E.  Montgomery,  Jr., 
General  Counsel. 
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APPENDIX 


RESIDUAL  FUEL  OIL  ALLOCATIONS 

1 

TO  UTILITIES  FOR 

THE  MONTH 

OF  DECEMBER, 

1974 

- 

RECOMMENDED 

BY  SUPPLIER 

TOTAL 

FEO  BURN 

PCT. 

(BARRELS) 

(BARRELS) 

1.  NORTHEAST  POWER  COORDINATING  COUNCIL  AREA 

(NPCC) 

CONNECTICUT 

NORTHEAST  UTILITIES 

2,013,896 

2,013,896 

AMERADA  HESS  COUP. 

68.0 

1,369,449 

TAD  JONES  CO.  (GULF) 

21.0 

422,918 

WYATT,  INC.  (EXXON) 

10.0 

201,390 

- 

H.N. HARTWELL  6  SON  INC. 

1.0 

20,139 

UNITED  ILLUMINATING  CO. 

754,000 

754,000 

TEXACO 

87.0 

655,980 

WYATT,  INC.  (EXXON) 

13.0 

98,020 

MAINE 

BANGOR  HYDRO  ELEC.  CO. 

22,358 

22,355 

SPRAGUE 

100.0 

22,358 

CENTRAL  MAINE  POWER  CO. 

‘  288,520 

288,520 

TEXACO 

100.0 

288,520 

MAINE  FUBLIC  SERVICE  CO. 

11,606 

11,606 

DEAD  RIVER  OIL  (SPRAGUE) 

100.0 

11,606 

MASSACHUSETTS 

BOSTON  EDISON  CO. 

980,674 

980,674 

WHITE  FUEL  (TEXACO) 

46.0 

451,110 

EXXON 

42.0 

411,883 

SPRAGUE 

12.0 

117,681 

BRAINTREE  ELEC.  LT.  DEPT. 

15,893 

15,893 

C.K. SMITH  (GOLDEN  EAGLE) 

100.0 

15,893 

E. UTIL. ASSOC. (MONTAUP  &  BLACKS.)  249,420 

249,420 

TEXACO 

- 

100.0 

249,420 

FITCHBURG  GAS  &  ELEC. 

14,000 

14,000 

NORTHEAST  PETROLEUM 

300.0 

14,000 

HOLYOKE  GAS  AND  ELECTRIC 

11,830 

\ 

11,830 

WYATT,  INC.  (EXXON) 

100.0 

13 ,830 

NEW  ENGLAND  ELECTRIC 

1,364,177 

1,364,177 

ASIATIC  PETRO.  CORE. 

60.0 

818,506 

GOLDEN  EAGLE 

40.0 

545,671 
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NEW  ENG.  GAS  &  ELECTRIC 

NEW  ENGLAND  PETRO 

536,000 

82.0 

439,520 

WHITE  FUEL  (TEXACO) 

18.0 

96,480 

PEABODY  ELECTRIC  LT.  DEPT. 
PICKERING  OIL 

1,845 

100.0 

1,845 

TAUNTON  MUN.  LIGHT 

QUINCY  OIL  CO.  (EXXON) 

50,720 

100.0 

50,720 

NEW  HAMPSHIRE 

PUBLIC  SERVICE  OF  NEW  HAMPSHIRE 
SPRAGUE 

522,000 

26.3 

137,286 

CONOCO 

73.7 

384,714 

NEW  YORK 

CENTRAL  HUDSON  GAS  5  ELEC.  CO. 

1,175,557 

AMERADA  HESS  CORP . 

100.0 

1,175,557 

CONSOL.  EDISON  OF  NEW.  YORK 

NEW  ENGLAND  PETRO. 

4,418,887 

45.5 

2,010,594 

EXXON 

20.8 

919,128 

AMERADA  HESS  CORP. 

22.3 

985,412 

TEXACO 

11.4 

503,753 

FREEPORT,  VILLAGE  OF 

21,600 

•BURNS  BROS.  OIL(NEPCO) 

100.0 

21,600 

LONG  ISLAND  LIGHT  CO. 

NEW  ENGLAND  PETRO. 

1,714,208 

100.0 

1,714,208 

NIAGARA  MOHAWK  POWER  CO. 

NEW  ENGLAND  PETRO. 

599,640 

100.0 

599,640 

ORANGE  &  ROCKLAND  UTILITIES 

NEW  ENGLAND  PETRO. 

1,167,217 

31.6 

368.84*1 

HOWARD  FUEL  CORP. 

68.4 

798,376 

ROCHESTER  GAS  &  ELECTRIC 

2,237 

- 

ALLIED  OIL 

29.7 

26,782 

MONOCO  Oil.  COMPANY 

'  70.3 

63,394 

RHODE  ISLAND 

NEWPORT  ELECTRIC  CORP. 

C.D.  SMITH 

7,766 

100.0 

7,766 
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2.  MID-ATLANTIC  AREA  COORDINATION  AGREEMENT  (MAAC) 


DELAWARE 

4 

DELMARVA  POWER  &  LIGHT 

STEUART  PETROLEUM  CO. 

637,603 

22.0 

140,273 

TEXACO 

5.0 

31,880 

GULF 

8.0 

51,008 

CONOCO 

.  r 

65.0 

414,442 

DOVER,  CITY  OF 

42,573 

TEXACO 

100.0 

42,573 

DISTRICT  OF  COLUMBIA 

POTOMAC  ELEC.  PWR. 

1,370,000 

ASIATIC  PETRO.  CORP. 

79.0 

1,082,300 

STEUART  PETROLEUM  CO. 

21.0 

287,700 

MARYLAND 

BALTIMORE  GAS  &  ELECTRIC 

997,108 

AMERADA  HESS  CORP. 

52.7 

525,476 

EXXON 

- 

h7.3 

471,632 

NEW  JERSEY 

ATLANTIC  CITY  ELECTRIC  CO. 

414,046 

AMERADA  HESS  CORP. 

100.0 

414,046 

GPU  INTEGRATED  SYSTEMS  - 
AMERADA  HESS  CORP. 

445,184 

91.6 

407,789 

SWANN  OIL,  INC. 

5.0 

22,259 

ARCONE  OIL  CO. 

2.4 

10,684 

SHIPLEY-HUMBLE 

•  , 

1.0 

4,452 

PUBLIC  SERVICE  ELECTRIC 
AMERADA  HESS  CORP. 

1,806,954 

78.0 

1,409,424 

EXXON 

22.0 

397,530 

VINELAND,  CITY  OF  ELEC. 

63,983 

-  - 

SWANN  OIL,  INC. 

100.0 

63,983 
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PENNSYLVANIA 


PENNSYLVANIA  PWR.  &  LIGHT 

0 

0 

PHILADELPHIA  ELECTRIC  CO. 

'  ARCO 

AMERADA  HESS  CORP. 

C-ULF 

NEW  ENGLAND  PETRO. 

TEXACO 

CONOCO 

724,939 

28.5 

21.5 
,9.0 

2.1 

24.0 

14 . 9 

206,608 

155,862 

65,244 

15,224 

173,985 

108,016 

724,939 

3.  SOUTHEASTERN  ELECTRIC  RELIABILITY  COUNCIL 

(SERC) 

FLORIDA 

FLORIDA  KEYS  ELEC.  COOP. 

0 

0 

FLORIDA  POWER  &  LIGHT 

EXXON 

BELCHER  OIL  (EXXON) 

2,196,402 

15.0 

85.0 

329.460 

1,866,942 

2,196,402 

FLORIDA  POWER  CORPORATION 

EXXON 

AMERADA  HESS  CORP. 

1,496,800 

60.0 

40.0 

898,080 

598,720 

1,496,800 

FORT  PIERCE,  CITY  OF 

NEW  ENGLAND  PETRO. 

27,000 

100.0 

27,000 

27,000 

GAINESVILLE,  CITY  OF 

EASTERN  SEABOARD 

89,979 

100.0 

89,979 

89,979 

GULF  POWER  CO. 

BAKER  SERVICE  (EXXON) 

90,368 

100.0 

90,368 

90,368 

JACKSONVILLE  ELEC.  AUTH. 

VEN  FUEL  INC. 

AMERADA  HESS 

NEW  ENGLAND  PETRO. 

658,978 

82.6 

8.7 

8.7 

544,316 

57,331 

57,331 

658,978 

KEY  WEST  UTILITIES 

STD.  OIL-KY. 

37,739 

100.0 

37,739 

37,739 

LAKE  WORTH  UTIL.  AUTHORITY 
BELCHER  OIL  (EXXON) 

13,145 

100.0 

13,145 

13,145 

LAKELAND  LIGHT  &  WATER  DEPT. 
BELCHER  (STD.  OIL-KY.) 

133,000 

100.0 

133,000 

133,000 

NEW  SMYRNA  BEACH 

0 

0 
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ORLANDO  UTILITIES  COMM. 

NEW  ENGLAND  PETRO. 

360,639 

100.0 

360,639 

360,639 

SEBRING  UTILITIES  COMM. 

UNION  OIL  OF  CALIF. 

4,762 

100.0 

4,762 

4,762 

TALLAHASSEE,  CITY  OF 

UNION  OIL  OF  CALIF. 

72,237 

100.0 

72,237 

72,237 

TAMPA  ELECTRIC  CO. 

WESTERN  (STD.  OIL-KY.) 

129,000 

100.0 

129,000 

129,000 

VERO  BEACH  MUNICIPAL  POWER 
VELCI1ER  OIL  (EXXON) 

28,105  * 

100.0 

28,105 

28,105 

GEORGIA 

GEORGIA  POWER  COMPANY 

NEW  ENGLAND  PETRO. 

42,533 

100.0 

42,533 

42,533 

SAVANNAH  ELECTRIC  &  POWER  CO. 
COLONIAL  OIL  (EXXON) 

233,700 

100.0 

233,700 

233,700 

MISSISSIPPI 

MISSISSIPPI  POWER  CO. 

ERGON  (INT’L.  TRADING) 

BAKER  SERVICE  (EXXON) 

68,360 

45.0 

55.0 

30,762 

37,598 

68,360 

SOUTH  MISSISSIPPI  ELEC. 
SOUTHLAND  OIL 

AMERADA  HESS  CORP. 

62,365 

83.0 

17.0 

51,763 

10,602 

62,365 

NORTH  CAROLINA 

CAROLINA  POWER  &  LIGHT 

EXXON 

660,000 

100.0 

660,000 

660,000 

SOUTH  CAROLINA 

S.  CAROLINA  ELEC.  &  GAS  CO. 
EXXON 

470,710 

100.0 

470,710 

470,710 

S.  CAROLINA  PUBLIC  SERV.  AUTH . 

0 

0 

VIRGINIA 

VIRGINIA  ELECTRIC  POWER 

EXXON 

AMERADA  HESS  CORP. 

AMOCO 

1,939,700 

64 . 0 

22.5 

13.5  • 

1,241,408 

436,433 

261,860 

1,939,700 

FEDERAL  REGISTER,  VOL.  39,  NO.  229— TUESDAY,  NOVEMBER  26,  1974 


41340 


NOTICES 


-9- 


4.  SOUTHWEST  POWER  POOL  COORDINATION  COUNCIL  (SPP) 


ARKANSAS 


ARKANSAS  ELEC.  COOP. 

148,828 

148,828 

LOGICON  INC.  (SHELL) 

80.0 

119,062 

E.  L.  BRIDE  (TEXACO) 

20.0 

29,766 

JONESBORO  WATER  &  LIGHT  PLANT 

0 

0 

COLORADO 

C  T  &  U,  S.  COLORADO  PUR.  DIV. 

970  ' 

970 

CONTINENTAL  OIL  CO. 

100.0 

970 

KANSAS 

CENTRAL  KANSAS  POWER 

6,343 

6,343 

GR.  PLAINS  (CRA- FARMLAND) 

100.0 

6,343 

CHANUTE,  CITY  OF 

4,300 

4,300 

MID  AMERICA  REFINING 

100.0 

4,300 

CLAY  CENTER  LIGHT  &  WATER 

1,178 

1,178 

CARTER  WATERS 

100.0 

1,178 

COFFEYVILLE  LIGHT  &  POWER 

2,011 

2,011 

CRA- FARMLAND 

100.0 

2,011 

C  T  &  U,  WESTERN  PWR.  DIV. 

9,770 

9,770 

AMOCO 

73.0 

7,132 

NO.  AMERICAN  PETRO. 

23.0 

2,247 

CARTER  WATERS 

4.0 

391 

KANSAS  GAS  &  ELECTRIC 

0 

0 

KANSAS  POWER  &  LIGHT 

98,057 

98,057 

PHILLIPS  PETROLEUM 

46.1 

45,204 

GREAT  PLAINS 

38.4 

37,654 

NATL.  COOP.  REFINERY 

15.5 

15,199 

LARNED  WATER  &  ELEC. 

261 

261 

CARTER  WATERS 

100.0 

261 

MCPHERSON  BOARD  OF  PUB.  UTIL. 

5,230 

V 

5,230 

NATL.  COOP  REFINERY 

100.0 

5,230 

OTTAWA  WATER  &  LIGHT 

185 

185 

CARTER  WATER  (AMOCO) 

100.0 

185 
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LOUISIANA 

- 

CENTRAL  LOUISIANA  ELECTRIC  CO. 

0 

0 

JONESBORO  POWER  &  LIGHT 

0 

0 

MIDDLE  SOUTH  SERVICES 

1,416,633 

1,416,633 

MURPHY  OIL  CORP. 

30.0 

424,990 

TAUBER  OIL  CO. 

20.5 

290,410 

SHELL 

21.3 

301,743 

EXXON 

12.9 

182,745 

GULF 

9.5 

134,580 

ERGON,  INC.  (EXXON) 

3.8 

53,832 

E.L.  BRIDE  (OKC  REF.) 

1.7 

24,083 

REESE  OIL  (SUN  OIL) 

.3 

4,250 

SOUTHWESTERN  ELECTRIC  POWER 

0 

0  f 

MISSISSIPPI 

CLARKSDALE  WATER  &  LIGHT 

506 

* 

506 

SOUTHLAND  OIL 

100.0 

506 

YAZOO  CITY  PUBLIC  SERVICE 

6,428 

6,428 

SOUTHLAND  OIL  (HOWELL) 

100.0 

6,428 

MISSOURI 

EMPIRE  DIST.  ELEC. 

7,900  , 

7,900 

E.  L.  BRIDE 

100.0 

7,900 

ST.  JOSEPH  LT.  &  PWR . 

259 

259 

E.  L.  BRIDE 

100.0 

259 

OKLAHOMA 

BLACKWELL  WATER  &  LIGHT 

0 

0 

OKLAHOMA  GAS* &  ELECTRIC 

0 

0 

WESTERN  FARMERS  ELEC  COOP 

18,746 

18,746 

MC  PHERSON  BROTHERS 

100.0 

18,746 

TEXAS 

- 

— - 

GULF  STATES  UTILITIES 

200,000 

200,000 

COASTAL  STATES  MKTG 

37.5 

75,000 

TENNECO 

16.1 

32,200 

LA  JET 

4.0 

8,000 

EXXON 

20.1 

40,200 

SOUTH  HAMPTON 

22.3 

44,600 
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5.  ELECTRIC  RELIABILITY  COUNCIL  OF  TEXAS  (ERCOT) 


AUSTIN  CITY  ELEC  DEPT 
TESORO 

BRAZOS  ELEC  COOP 

BRYAN,  CITY  OF 

PETROLEUM  T  &  T  (3  RIVER) 

DALLAS  POWER  &  LIGHT 

GARLAND,  CITY  OF 
PRIDE  REFINERY 
DELTA  REFINING  CO 

HOUSTON  LIGHT  &  POWER 

LOWER  COLORADO  RIVER  AUTH 

MEDINA' ELEC  COOP 

SAN  ANTONIO  PUBLIC  SERV 
TESORO 

TEXAS  ELECTRIC  SERV 

TEXAS  POWER  &  LIGHT 

LA  GLORIA  OIL  &  GAS  CO 
J  &  W  REFINING 
KERR  MCGEE 

WEST  TEXAS  UTIL 
PRIDE 

6.  MID- AMERICA  INTERPOOL 

ILLINOIS 


COMMONWEALTH  EDISON  CO. 
ALLIED  OIL 

CLARK  OIL  &  REF  CORP 
ILLINOIS  POWER 

MISSOURI 


UNION  ELECTRIC 
APEX  OIL  CO. 


61,735 

100.0. 

0 

8,222 

100.0 

0 

39,031 

74.7 
35.3 

0 
0 
0 

258,550 

100.0 

0 

10,968 

31.1 
49.0 
19.9 

168,313 

100.0 

NETWORK  (MAIN) 


430,000 

98.0 

2.0 

0 


9,939 

100.0 


61,735 

61,735 

0 


8,222 

8,222 

0 


39,031 

29,156 

9,875 

0 


0 


0 


258,550 

258,550 

0 


10,968 

3,411 

5,374 

2,183 

168,313 

168,313 


430,000 

421,400 

8,600 

0 


9,939 


9,939 
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WISCONSIN 


SUPERIOR  WATER  &  LIGHT 

MURPilY  OIL 

14,286 

100.0 

\ 

14,286 

WISCONSIN  ELECTRIC  POWER 
INDUST.  FUEL  &  ASPHALT 

8,161 

100.0 

8,161 

7.  MID-CONTINENT  AREA  RELIABILITY  COORDINATION  AGREEMENT 

(MARCA) 

IOWA 

ATI, ANTIC  MUNICIPAL  UTILITIES 
MCMILLAN  OIL  CO. 

650 

100.0 

650 

INTERSTATE  POWER 

NORTHWESTERN  REF- 

53,720 

100.0 

53,720 

LAMONI  MUNICIPAL 

MINNESOTA 

AUSTIN  UTILITIES 

NORTHWESTERN  REF 

0 

6,929 

48.3 

3,347 

GUSTAFSON  OIL  CO 

33.0 

2,286 

W  H  BARBER 

18.7 

1,296 

FAIRMONT  WTR  &  LT 

0 

MARSHALL  MUNICIPAL  UTIL 

2,276 

' 

E.L.  BRIDE 

100.0 

2,276 

MINNESOTA  PWR  &  LIGHT 

27,285 

MURPHY  OIL 

100.0 

42,285 

NORTHERN  STATES  POWER 

0 

- 

OWATONNA  MUNICIPAL  UTIL. 
NORTHWESTERN  REF. 

17,586 

60.0 

10,552 

GUSTAFSON  OIL  CO. 

40.0 

7,034 

WORTHINGTON,  CITY  OF 

ALLIED  OIL 

2,075 

100.0 

2,075 
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NEBRASKA 


CENTRAL  NEBRASKA  PUBLIC 

FARMLAND  INDUSTRIES 

66,641 

100.0 

66,641 

FAIRBURY  LIGHT  &  WATER 

5,137 

'CARTER  WATER  (TEXACO) 

100.0 

5,137 

GRAND  ISLAND  ELEC. 

E.  L.  BRIDE 

28,982 

100.0 

29,982 

HASTINGS  UTILITIES  DEPT. 

CARTER  WATERS 

3,831  . 

100.0 

3,831 

LINCOLN  ELECTRIC  CYSTEM 

NEBRASKA  PUBLIC  POWER  DIST. 

0 

22,071 

PANHANDLE  COOP.  ASSOC. 

100.0 

22,071 

OMAHA  PUBLIC  PWR.  DIST. 

0 

WISCONSIN 

LAKE  SUPERIOR  DIST.  PVR. 

0 

8.  EAST  CENTRAL  AREA  RELIABILITY 

COORDINATION 

AGREEMENT 

(ECAR) 

MICHIGAN 

• 

CLINTON-  LIGHT  &  WATER 

CRYSTAL  REFINING  CO. 

858 

100.0 

858 

CONSUMERS  POWER 

CONSUMERS  PWR- CRUDE 

500,591 

54.0 

270,319 

LAKESIDE  REFINING  CO. 

14.0 

70,083 

OSCEOLA  REFINING  CO. 

8.0 

40,047 

TOTAL  LEONARD,  INC. 

4.0 

20,024 

MURPHY  MI.  DIV.  AMOCO 

6.0 

30,035 

ENTERPRISE  OIL  CO. 

6.0 

30,035 

BORON  OIL  (STANDARD) 

3.0 

15,018 

INDUST.  FUEL  &  ASPHALT 

2.0 

10,012 

RUPP  OIL  COMPANY 

2.0 

10,012 

GLADIEUX  REFINING 

1.0 

5,006 
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DETROIT  EDISON  CO. 

445,056 

445,056 

SUN  OIL,  LTD. 

70.0 

311,539 

CANADIAN  FUEL  MKTRS . 

9.9 

44,061 

ENTERPRISE  OIL  CO. 

4.8 

21,362 

PETRO  PRODUCTS 

5.4 

24,033 

MARATHON  OIL 

9.9 

44,061 

GRAND  RAVEN  BD.  PUB. 

585 

585 

OSCEOLA  REF. 

100.0 

585 

HILLSDALE  BD.  OF  PUB.  WORKS 

5,673 

5,673 

LEWIS  (GLADIEUX  REF.) 

100.0 

5,673 

OHIO 

CLEVELAND  ELEC.  ILLUMIN . 

169,643 

169,643 

ALLIED  OIL  (ASHLAND) 

100.0 

169,643 

TOLEDO  EDISON 

13,848 

13,848 

SUN  OIL 

100.0 

13,848 

PENNSYLVANIA 

ALLEGHENY  POWER  SERVICE 

120,000 

120.000 

ALLIED  OIL  (NEPCO) 

100.0 

120,000 

9.  WESTERN  SYSTEMS  COORDINATING 

COUNCIL 

(WSCC) 

ARIZONA 

ARIZONA  PUBLIC  SERVICE  CO. 

136,447 

136,447 

UNION  OIL  OF  CALIF. 

63.0 

85,962 

PACIFIC  SOUTHWEST 

16.5 

22,514 

SAN  JOAQUIN  REF. 

16.5' 

22,514 

BASIN  FUELS 

4.0 

5,458 

SALT  RIVER  PROJECT 

237,553 

237,553 

TESORO 

12.4 

29,457 

DOUGLAS  C-IL  CO. 

2.8 

6,651 

GUSTAFSON  OIL  CO. 

.9 

2,138 

MACMILLAN 

17.0 

40,384 

POWER INE  OIL  CO. 

18 . 1 

42,997 

LITTLE  AMERICA 

19.7 

46,798 

SAN  JOAQUIN  REF. 

29.1 

69,128 
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TUCSON  GAS  &  ELEC . 

GOLDEN  GATE  PETRO. 

194,865 

22.0 

42,871 

NAVAJO  REFINING 

5.0 

9,743 

TOSCO 

43.0 

83,792 

UNION  OIL  OF  CALIF. 

25.0 

48,716 

HOLLAND  OIL  (TOSCO) 

5.0 

9,743 

CALIFORNIA 

BURBANK  CITY  PUBLIC  SER. 

ARCO 

84,570 

100.0 

*  84,570 

.GLENDALE  PUBLIC  SERVICES 
POWERINE  OIL  CO. 

86,577  ’ 

100.0 

86,577 

IMPERIAL  IRRIGATION  DISTR. 

81,900 

CRESCENT  REF. 

100.0 

81,900 

LOS  ANGELES  DEPT.  OF  W.&  P. 
ARCO 

1,613,000 

59.8 

964,574 

EDGINGTON  OIL  CO. 

20.9 

337,117 

PETROBAY 

7.6 

122,588 

NEWHALL  REFINING  CO. 

5.0 

80,650 

SAN  JOAQUIN  REF. 

v 

3.5 

56,455 

POWERINE  OIL  CO. 

3.2 

51,616 

PACIFIC  GAS  &  ELECTRIC  CO. 

'  ARCO 

2,403,459 

59.8 

1,440,258 

UNION  OIL  OF  CALIF 

4.0 

96,338 

PHILLIPS  PETROLEUM 

20.1 

484,100 

PERTA  OIL 

16.1 

387,763 

PASADENA  POWER  CO. 

GOLDEN  EAGLE 

80,804 

100.0 

80,804 

SAN  DIEGO  GAS  6  ELEC.  CO. 
UNION  OIL  OF  CALIF . 

1,032,149 

29.8 

307,580 

HIRI 

16.2 

167,208 

EDGINGTON  OIL  CO. 

21.3 

219,848 

TESORO 

32.7 

337,513 

194,865 

84,570 

86,577 

81,900 

1,613,000 

2,408,459 

80,804 

1,032,149 
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SOUTHERN  CALIF.  EDISON 

4,805,549 

4,805,549 

STD.  OIL  -  CALIF. 

50.1 

2,407,580 

TEXACO 

9.7 

466,138 

ARCO 

7.8 

374,833 

EXXON 

20.4 

980,332 

PACIFIC  RESOURCES 

6.8 

326,777 

MACMILLAN  RING  FREE  OIL 

.  3.0 

144,167 

CONOCO 

2.2 

105,722 

COLORADO 

• 

COLORADO  SPRINGS  LIGHT  &  PWR. 

0 

0 

LAMAR  LIGHT  &  POWER 

0 

0 

PUBLIC  SERVICE  OF  COLORADO 

53,011 

53,011 

REF.  CORP. 

43.5 

23,060 

CONOCO 

30.4 

19,296 

PLATEAU 

20.1 

10,655 

MONTANA 

MONTANA  POWER 

0 

0 

NEVADA 

- 

NEVADA  POWER  COMPANY 

166,600 

166,600 

GUSTAFSON  OIL  CO. 

54.0 

89,964 

HUSKY  OIL  CO. 

46.0 

76,636 

SIERRA  PACIFIC  POWER 

130,620 

130,620 

GOLDEN  GATE  PETRO. 

100.0 

130,620 

NEW  MEXICO 

PLAINS  ELEC.  GEN.  &  TRANSM . 

2,381 

2,381 

PLATEAU 

97.8 

2,329 

CARIBOU  FOUR  CORNERS 

2.2 

52 

PUBLIC  SERVICE  NEW  MEXICO 

21,971 

21,971 

PLATEAU,  INC. 

39.8 

8,744 

SHELL 

26.4 

5,800 

THRIFTWAY 

5.4 

1,186 

NAVAJO  REFINING 

- 

24.1 

5,295 

STD.  OIL  -  TEXAS 

4.3 

945 
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OREGON 


PACIFIC  POWER  &  LIGHT  CO. 

0 

TEXAS 

- 

COMMUNITY  PUBLIC  SERVICE 

STD.  OIL  -  TEXAS 

29,703 

100.0 

29,703 

EL  PASO  ELECTRIC 

SOUTHERN  UNION 

TESORO 

143,665 

74.5 

25.5 

107,030 

36,635 

UTAH 

UTAH  POWER  &  LIGHT  CO. 

0 

WASHINGTON  * 

PUGET  SOUND  POWER  &  LIGHT  CO 

o  - 

SEATTLE  DEPT.  OF  LIGHT 

0 

TACOMA  DEPT.  OF  PUBLIC  UTIL. 

0 

10.  ASCC 

ALASKA 

CORDOVA,  TOWN  OF 

0 

HAWAII 

HAWAIIAN  ELECTRIC  COMPANY 
STD.  OIL  -  CALIF. 

699,694 

100.0 

699,694 

HILO  ELECT.  LIGHT 

STD.  OIL  -  CALIF. 

26,500 

100.0 

26,500 

KAUAI  ELECTRIC 

STD.  OIL  -  CALIF. 

6,740 

100  ..0 

6,740 

MAUI  ELECTRIC 

STD.  OIL  -  CALIF. 

39,450 

100.0 

39,450 

- 

[FR  E'OC .74-27 638  Filed  11- 

-26-74;8:45  am] 
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11.  NOT  OTHERWISE  CLASSIFIED 
UNKNOWN 


GUAM  POWER  AUTHORITY 

U.S.  NAVY 

103,978 

100.0 

103,978 

103,978 

PUERTO  RICO  WATER  RESOURCES 
COMMONWEALTH  OIL 

PUERTO  RICO  SUN  OIL 
CARIBBEAN  GULF  REF. 

1,612,968 

50.0 

30.0 

20.0 

806,484 

483,890 

322,594 

•1,612,968 

ST.  CROIX,  V.I.  WATER  PWR. 
AMERADA  HESS  CORP. 

39,542  ' 

100.0 

39,542 

39,542 

ST.  THOMAS,  V.I.  WATER  PWR. 
AMERADA  HESS  CORP. 

53,339 

100.0 

53,339 

53,339 
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■  you 

to  know  IF  ANY  CHANGES  HAVE  BEEN 

MADE  IN  CERTAIN  TITLES  OF  THE  CODE  OF 
FEDERAL  REGULATIONS  without  reading 
the  Federal  Register  every  day?  If  so,  you 
may  wish  to  subscribe  to  the  “List  of 
CFR  Sections  Affected." 


List  of  CFR  Sections  Affected  *10“rye>r 

The  “List  of  CFR  Sections  Affected”  is  designed  to  lead  users  of  the 
Code  of  Federal  Regulations  to  amendatory  actions  published  in  the 
Federal  Register,  and  is  issued  monthly  in  cumulative  form.  Entries 
indicate  the  nature  of  the  changes. 


Also  available  on  a  subscription  basis  .  .  . 

The  Federal  Register  Index 

Indexes  covering  the  contents  of  the  daily  Federal  Register  are  issued 
monthly  and  annually.  Entries  are  carried  primarily  under  the  names  of 
the  issuing  agencies.  Significant  subjects  are  also  carried. 


*8-°° 

per  year 


A  finding  aid  is  included  at  the  end  of  each  publication  which  lists  Federal 
Register  page  numbers  with  the  date  of  publication  in  the  Federal  Register. 
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Order  from:  Superintendenf  of  Documents 
U.S.  Government  Printing  Office 
Washington,  D.C.  20402 


Note  to  FR  Subscribers:  FR  Indexes  and  the  "List  of  CFR  Sections  Affected"  will 
continue  to  be  mailed  free  of  charge  to  regular  FR  subscribers. 


